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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 09754 121732Z 

16 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

103057 

R 121450Z AUG 76 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4348 

UNCLAS CARACAS 9754 

PASS TO OED/MEPD AND OIM 

E.O. 11652: N/A 
TAGS: BEXP, BENC, VE 

SUB J : MAJOR PROJECT: CONTAMINATION CONTROL SYSTEM FOR SIDOR 
SIEMENS MARTIN OPEN HEARTH FURNACES 

1 . ON AUGUST 10, SIDOR ANNOUNCED OPENING OF PREQUALIFICATION 
PHASE FOR INTERNATIONAL BIDDING ON A SYSTEM OF CONTAMINATION 
CONTROL FOR SMOKE EMITTED BY THE PLANT'S FOUR SIEMENS MARTIN 
OPEN HEARTH FURNACES. INTERNATIONAL FIRMS WISHING TO BID 
SHOULD PRESENT PREQUALIFICATION DOCUMENTATION TO SIDOR OFFICES 
IN MATANZAS AT 2:00 PM. ON SEPTEMBER 3RD. 

2. BID COVERS DESIGN, CONSTRUCTION, SUPPLY AND FOB DELIVERY 

OF AN AUTOMATIC CONTINUOUS SYSTEM OF SACKING FILTERS, DESIGNED 
TO FILTER THE SMOKE EMITTED BY FOUR S.M. OPEN HEARTH FURNACES 
OF 300 METRIC TON CAPACITY EACH. 

TOTAL SMOKE EMISSION IS 61 1,655 NM3/HR (360,000 SCFM) 

AT A TEMPERATURE OF 427DEGREES C (800DEGREES F) WITH DUST 
CONTENT OF 5.72 GRAMS/NW3 (2.5 GRAIN/SCF). TOTAL SYSTEM SHOULD 
CONSIST OF: 

A) HOUSING FOR FILTERS. 

B) GAS COOLING SYSTEM. 

C) SYSTEM FOR HANDLING DUST COMING FROM THE FILTERS. 

D) VENTILATORS. 

E) MOTORS. 

F) CONNECTION DUCTS. 

G) EXPANSION JOINTS. 

UNCLASSIFIED 

UNCLASSIFIED 
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H) LOCK GATES. 
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I) INSTRUMENTATION AND CONTROL. 

J) SUPPORT STRUCTURE. 

K) OTHER MATERIALS AS NEEDED FOR COMPLETED INSTALLATION. 

3. PREQUALIFICATION DOCUMENTATION SHOULD INCLUDE: 

STATEMENT OF INTENT TO BID; PUBLISHED STATUTES AND BYLAWS 
OF FIRM; EXPERIENCE; LIST OF FIRM'S LEGAL REPRESENTATIVES; 
BACKGROUND OF TECHNICAL STAFF; FINANCIAL STATEMENTS; LIST 
DESCRIBING EQUIPMENT TO BE USED IN CONSTRUCTION AND INSTALLATION; 
FINANCIAL AND COMMERCIAL REFERENCES. ADDITIONALLY, FIRMS 
REGISTERED IN VENEZUELA MUST PROVIDE SOLVENCIAS, CLEARANCE 

FOR PROFESSIONALS FROM VENEZUELAN COLLEGE OF ENGINEERS; AND 
COPY OF LAST TAX DECLARATION. 

4. THE FOLLOWING FIRMS ARE ALREADY CONSIDERED TO BE PREQUALIFIED 
AND SHOULD UPDATE THEIR DOCUMENTS: 

A) AMERICAN AIR FILTER 
B ) WEELABRATOR-FRYE INC. 

C) WESTERN PRECIPITATION DIVISION (JOY). 

D) ENVIROTECH. 

E) INDUSTRIAL CLEAR AIR (ICA). 

VAKY 


UNCLASSIFIED 
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Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Note: 
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Disposition Authority: n/a 
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Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 
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Document Unique ID: 00 

Drafter: n/a 
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Executive Order: N/A 

Errors: N/A 

Film Number: D76031 1-0357 
From: CARACAS 
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Review Date: 27 FEB 2004 
Review Event: 

Review Exemptions: n/a 
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